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This multipurpose auditorium is ideal for conventions, annual general meetings, theatrical and musical 
performances, ballet, opera, symphony orchestra etc. It is equipped with variable reverberation time and 
sophisticated sound reinforcement system; large stage (suitable for 100 performers at a time) with cyclorama, 
stage craft and modern stage light control, projection facilities and sufficient greenroom spaces. etc. 


Features 


Seating capacity 2232 

Fully air-conditioned 

Stage size of 27 m x 16 m for 100 performers 
Green rooms for 50 men and 50 women 
18-bar stage craft for drop scenes, light etc. 
Fully controlled stage light 

2500 Watt sound re-inforcement systém 
Vertical stage movement for special effects 


Orchestra pit for ballet/opera programme 

Projection — film, slide, large screen video & 
overhead transparencis and multimedia presentation 
Registration counters 

Toilets for ladies, gents, children &physically challenged 
Ramp for accessibility of physically challenged 
Open air facade with fountains and greenery 
Space for display of banners, posters, charts etc. 


This multipurpose mini theatre is fully air-conditioned with a large stage suitable for 30 performers at a time 
with supporting green rooms. It also has a cyclorama, stage craft and stage light control, projection facilities etc. 


Features 


Seating capacity-392 

Fully air-conditioned 

Stage size 15 mx 10 m for 40 performers 

Green rooms for 16 men.and 14 women 


9-bar stage craft for drop scenes, light etc. 
600 Watt sound re-inforcement system 
Fully controlled stage light 


Projection — film, slide, large screen video, 
overhead transparencis and multimedia presentation 
Registration counter 

Toilets for ladies, gents, children & physically 
challenged 

Ramp for wheel chair movement 

Space for display of visuals 
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SEMINAR & LECTURE HALL COMPLEX 


The Seminar Hall Complex houses eight fully air-conditioned halls in two floors with spacious lobby, large 
registration counters , pantry and projection facilities. 
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LECTURE HALLS - 4 with a capacity of 96 each 

LECTURE HALLS - 2 with a capacity of 40 each 

CONFERENCE HALLS - 2 with a capacity of 30 each 
Features 


Fully air-conditioned 

Registration Counter 

Toilets for ladies, gents, children & 
physically challenged 

State-of-the-art sound system 

Ramp for wheel chair movement 
Projection -—film, 35 mm slide, 
large screen video (PAL) , overhead 
transparencies and multimedia. 





EXHIBITION SPACE - Enough exhibition space, both indoor and outdoor is available within the Convention 
Centre Complex. 25000 sq. mt. developed ground, 250 sq.mt. indoor space and 1700 sq.mt basement of main 
auditorium is available for organising exhibitions with the events. 








CONVENTION FACILITIES AT A GLANCE 


Are you looking for international standard Convention Centre for holding a conference, symposium, seminar, 
meeting, workshop, a cultural extravaganza or an exhibition? It is right here in Science City, a landmark in 
Kolkata metropolis, most conveniently located, close to the airport and major attractions in the city. The 
complete facilities include air-conditioned main and mini auditoria, seminar halls, exhibition hall, large 
exhibition ground, registration counters, catering & parking areas with state-of-the-art facilities. The 
convention facility at Science City is ideally suited to professional gatherings, cultural meets and shows, trade 
exhibitions, corporate annual meetings etc. The facility is adjunct to India’s largest Science Centre, the only 
such combination in India, if you want to take a break from a busy meeting schedule. 


e Main Auditorium 
Multipurpose auditorium with 2232 capacity. 
e Mini Auditorium 
Multipurpose auditorium with 392 capacity. 
e Seminar & Lecture Hall Complex 
4 halls of 96 capacity each, 2 halls of 40 capacity each and 2 halls of 30 capacity each. 
e Exhibition Space 
At gate complex, at basement of the main auditorium (AC and non-AC) and exhibition hall. 
e Fair Ground 
25,000 sq. mt. of developed open area ideal for fairs, large exhibitions and other shows. 
e Dining Facilities 
At basement of the main auditorium in addition to private dining area at seminar hall complex and main auditorium 
foyer. 
e Food & Beverages 
Quality Food, Snacks, Soft Drinks etc. available through reputed empaneled caterer. 
e Audio Visual Services 
Slide Projectors, OHP, multimedia, large screen, cordless & collar mikes are available on request. 
e Parking Facilities 
Large parking facilities for 1000 cars and buses. 
e Security 
Entire complex is secured by our trained security personnel with 3-tier checking. 
e Supporting Facilities 
The participants of the events can experience the finest interactive science & technology exposition in the country 
at 'Science City' which is visited by over 1.3 million visitors a year and remains open from 9 am to 9 pm everyday. 
© Wheel Chair Access 
Ramp facilities for wheel chair access directly from road to the main auditorium. 
e Assistance in Event Management 
Experience and expertise in facilitating events, for last one decade, shall make your events a grand success. 
e Telecommunication Services 
Arrangements are available for telephone, fax and internet services. 


All the venues of the convention centre are in close proximity to each other and are within a minute of walking 
distance from the parking area with abundant/greenery all around to relax after long sessions. Separate sub- 
station provides uninterrupted power supply. Adequate number of toilets in all the venues with continuous 
cleaning arrangement. 
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